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Specimen ID; 057-139-3180-0 
Control ID; B0019005042 


Acct#; 12122732 


Phone; (312) 997-4477 Rte: 16 


COOK COUNTY MEDICAL EXAMINER 
2121 W HARRISON 
CHICAGO IL 60612 


MCDONALD, LAQUAN 


Patient Details 

DOB: 09/25/1997 
Age(y/m/d); 017/05/01 
Gender: M SSN; 
Patient ID: ME2014-01071 


Specimen Details 

Date collected; 02/26/2015 1119 Local 

Date entered: 02/26/2015 

Date reported: 02/27/2015 0903 ET 


Physician Details 
Ordering; D MEANS 
Referring: 

ID: 

NPI: 


General Comments & Additional Information 
Clinical Info: TOX 14-3614 1ML OF CAVITY 
Clinical Info: BLOOD SPUN DOWN 

Alternate Control Number: B0019005042 

Ordered Items 

Valproic Acid {Depakote)(R),S 


Alternate Patient ID: ME2014-01071 


Valproic Acid (Depakote)(R) , S 


<4 tow ug/mL 50 - 100 

**Veri£ied by repeat analysis** 

Detection Limit = 4 
<4 indicates None Detected 
Toxicity may occur at levels of 100-500. Measurements 
of free unbound valproic acid may improve the assess¬ 
ment of clinical response. 


01 CB LabCorp Dublin 


Nathan Scanzlllo, PhD 


6370 Wilcox Road, Dublin, OH 43016-1269 


For Inquiries, the physician may contact Branch: 800-597-8026 Lab: 800-282-7300 
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